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stone basement of the building. Mr. Cossins
occupied his time in taking several journeys
up to the house, where he mounted to the roof
to discover whether he could see what was
going on inside the palace wall ; but it was
impossible, as the Jubraj's house, which we
knew was being attacked, was some distance
off, and hidden from us by intervening build-
ings. It was situated near the outer wall of
the palace, and our men seemed to have
taken a very short time in getting up to it.

The whole palace was fortified. Five
walls surrounded the Maharajah's enclosure.
The outer of these was much broken, and
of no great height; but the inner ones
were very strong, built of brick and supplied
with bastions, and they surrounded the inner
palace on all four sides. On three sides of the
outer wall was a canal, very deep and wide.
It was here that the great boat-races took
place every year, and the water was always
kept weeded and clean for those events.
The whole citadel was built with a view